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Message Text 


UNCLASSIFIED 

PAGE 01 COPENH 03730 171022Z 

13-12 

ACTION COME-OO 

INFO OCT-01 EUR- 1 2 ISO-OO EB-07 /020W 

067509 

R 170900Z DEC 75 
FM AMEMBASSY COPENHAGEN 
TO SECSTATE WASHDC 1948 

UNCLAS COPENHAGEN 3730 

E.O. 11652: N/A 
TAG: BTIO, DA 

SUBJECT:FOREIGN LICENSING OPPORTUNITY: ACORN BUILDING COMPONENTS, 
INC., THERMAL BARRIER SYSTEM: OPPORTUNITY NO. 10-75-071 

REF: DEPT. A-6353, OCTOBER 6, 1975 

1. THE FOLLOWING DANISH FIRMS, WHCIH HAVE BEEN FURNISHED 
COMPANY LITERATURE FROM THE AMERICAN COMPANY, HAVE EXPRESSED 
INTEREST IN RECEIVING FUTHER DETAILS ABOUT THIS LICENSING 
OPPORTUNITY: 

H.S. HANSEN A/S 
DK-6940 LEM ST. 

(ATTN: HANS K. HANSEN, MANAGING DIR. 

DANSK VELUX A/S 
4. MASKINVEJ 
DK-2860SOBORG 

(ATTN: K.I. GULBORG, MANAGING DIR.) 

2. IN THE EVENT AN AGREEMENT IS NOT REACHED WITH EITHER 
OF THE FOREGOING FIRMS, IT IS SUGGESTED THAT ACORN SUBMIT 
ALL PERTINENT DATA DESCRIBING THIS LICENSING OPPORTUNITY 

TO THE FEDERATION OF DANISH INDUSTRIES, WHICH WILL CIRCULATE 
IT AMONG ITS MEMBERS. THE COMMUNICATION SHOULD BE 
ADDRESSED TO: 

INDUSTRIRAADET 

H.C. ANDERSENS BOULEVARD 

DK-1596 COPENHAGEN V. 

(ATTN: JOHN IVERSEN, DEPUTY CHIEF OF OFFICE) 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 COPENH 03730 171022Z 

DEAN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 17 DEC 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975COPENH03730 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750438-0574 
From: COPENHAGEN 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 9751 233/aaaabclw. tel 

Line Count: 61 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: KelleyWO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 23 JUN 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <23 JUN 2003 by ReddocGW>; APPROVED <02 FEB 2004 by KelleyW0> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: OREIGN LICENSING OPPORTUNITY: ACORN BUILDING COMPONENTS, INC., THERMAL BARRIER SYSTEM: OPPORTUNITY NO. 10- 
75-071 

TAGS: BTIO, DA 
To: STATE 
Type: TE 
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